ACCESS SCHF.OULF - A3C-RUSH Time Sharfnj- Service 


Terminal access to the computer will he available on the 
following; basis. 


Full-Day Service 

Monday through Friday: 


8:00 a , in. 


to 10:00 p.m. 


Half-Dav Service - Plan A 

Monday through Friday: 


8:00 a .in. 
6:00 p.m. 


to 1:00 
to 10:00 


p.m. and 

p.m. 


Half-Dav Service - Plan 3 


Monday through Friday: 


8:00 a.m. 
1:00 p.m. 
6:00 p.m. 


to 9:00 
to 5:00 
to 10:00 


a.m. and 
p.m. and 

p o m. 


NOTE: Other additional usage periods may be added without 

service rote increase (for example, presently Saturday 
hours 10:00 a.m. to 3:00 p.n. are also available to all 
clients). 

All times given are Central Standard Time (or "Daylight", when 
in effect). Posted Holidays (seven) are excepted. 
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